QUALITY PLUMBING and HEATING 

for every home • for every budget 



CRANE 

quality plumbing' and heatin 



NO PART of the home contributes so much to the health, 
comfort and convenience of your family as the plumbing 
and heating systems. It is essential, therefore, that the equipment 
which comprises these vital systems be of the highest quality, 
the finest design. When you install equipment by Crane, you are 
assured lasting and satisfactory service. 



CrSFIC pllimbin^ Crane, the best-known name in plumbing, presents new fixtures 



freshly styled in such quality materials as vitreous china, Duraclay 
and porcelain enamel on cast iron. Here is a wide selection of 
bathroom groups, specialized fixtures and smart new kitchen 
sinks that will appeal to your taste — and your pocketbook. Such 
other equipment as dishwashers, disposal units and laundry tubs 
are also available. 



Vitreous China ■ 
Duraclay I 

Porcelain enamel! 
on cast iron I 

Crane colored fixtures 



Crane heating 



Vitreous china is an all-ceramic material with a hard, gleaming 
surface that resists dirt and is easily cleaned. Crane ceramists 
have developed a superior vitreous china that assures the beauty 
and durability you want in plumbing fixtures. 



Now available to home owners are plumbing fixtures of Duraclay 
— the exclusive Crane all-ceramic material that has been time- 
tested in hospital service. Possessing the same beautiful glazed 
finish as vitreous china, Duraclay will not stain, is acid-resisting, 
withstands thermal shock and resists abrasion. 



Porcelain enamel on cast iron, used in Crane bathtubs, sinks and 
lavatories, consists of fine quality porcelain enamel fused to a 
sturdy cast iron base. The smooth, sanitary surface is attractive, 
easy to clean and easy to keep clean. 

Crane fixtures are available in white and six attractive pastel 
colors — Suntan, India Ivory, Pale Jade, Citrus Yellow, Sky Blue 
and French Gray — which permit a wide range of contrasting 
and complementary color schemes. These colors are fired into 
a glass-hard glaze. There is no possibility of fading or changing. 

Whatever your choice in heating — hot water, steam or warm air 
— or whatever your preference in fuel, Crane can provide the 
type and size of heating equipment you desire. You can also turn 
to Crane for radiators, convectors, winter air-conditioning units, 
oil burners, stokers, controls, water specialties, pipe, valves 
and fittings. 
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an exclusive Crane feature 

A flick of a finger and the faucet opens— a touch, and it closes- 
thanks to the exclusive Crane Dial-ese control which makes 
faucets operate as easily as the dial on your radio. This Dial-ese 
control is typical of the advanced engineering back of all Crane 
products. With Dial-ese, water pressure has been harnessed to 
aid in closing the faucet. The easy, finger-tip operation reduces 
wear and consequent dripping. A single standardized Dial-ese 
cartridge which is easily replaced, fits every Crane faucet. Your 
new Crane fixtures are all equipped with this exclusive Crane 
engineering development. 



temple 



pAll the beauty and efficiency of modern design are evident in 
le Temple trim. Temple trim is all metal with a chromium- 
Kbted finish that is easy to keep sparkling clean. The functionally 
Bttigned, handsomely styled dome-shaped handles are easily 
Bjrasped, and there are no sharp or protruding edges. Complete 
efficient, finger-tip Dial-ese control, Crane Temple trim is 
^■6 last word in style elegance and matches the beauty of new 
? Crane fixtures. 



crestmont 



Exclusive on many new Crane fixtures, the smart Crane Crestmont 
trim combines attractive styling with convenience. The valves 
and mixing spout are combined into a compact and attractive 
anit. The easy-to-grasp lever handles and cover plates are chrom- 
ium-plated. Dial-ese control, of course, is a featured part of 
Crane Crestmont trim. 




fieu-raimer 



Striking modernism and new convenience keynote the complete- 
ly new Whitney and Neu-Rainier trims. A featured part of many 
new Crane fixtures, Whitney and Neu-Rainier are solid cast brass 
-chromium-plated for beauty— and equipped with Dial-ese con- 
trols for efficiency. 



replacement trim 



J Also available in the Crane line are newly de- 
■ signed replacement faucets with Dial-ese con- 
Jtrol which may be easily installed in your 
I present fixtures. Home owners are learning 
I through experience that it is far more eco- 
1 aomical to replace worn-out, leaky faucets 
f with new ones than to attempt repair work 
£ on existing facilities. Crane replacement trim 
S will bring new efficiency to your bathtub, 
I tour sink, lavatory and laundry tray. 



8-72 Bmbassy 




8-65 Temple 



A 



5r & 



8-70 Temple 




2-320 Temple 



8-79 Crestmont 





8-130 Whitney 



8-125 Neu-Rainier 




8-208 Vantage 
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Smart, graceful lines of the 
Diana and sparkling 
Temple trim are combined 
for lavatory perfection. 



It's new, with that distinc- 
tive styling. The smart Mo/- 
Tex seat cover completely 
encloses the top of the bowl. 



Medical authorities recom- 
mend it and Crane provides 
the curved saddle seat to 
insure comfortable, correct 
posture. 



Safe, comfortable corner 
seat is provided in addition 
to the wide rim seat at front. 
The flat bottom and low J 6 
in. height are added safety 
features. 




the diana group 



Where style, comfort and completeness are first considera?) 
tions, the beautifully matched fixtures of the Diana group 
satisfy even the most discriminating tastes. 

1-100 Diana Lavatory is styled in sparkling, easy-to-clean vitreoosl 
china. The smooth, flat top provides a large surface area surrounding the 
commodious semi-oval basin. Features Temple trim with Dial-ese cod 
trols, lever action Securo waste, chromium-plated legs and clear Cranekt I 
towel bars with chromium-plated bracket arms. 
Sizes: 24 x 20 in., 27 x 21 in. and 33 x 22 in. 
Basin: 18 x 11 in., 21 x 12 in. and 23 x 13 in. 

1- 118 Drexel Dental Lavatory is a modern aid to home hygiene. Stylefl 
in sparkling vitreous china, the Drexel dental lavatory has shelf back,] 
round basin and sanitary china spout. Size: 14 x 14 in. 

2- 50 Neuvogue Receptor Bathtub is of glistening porcelain enamel oal 
cast iron. Measuring only 48 inches long, it is particularly suitable fori 
utilizing space of unusual proportions. Features a comfortable corner 
seat, flat bottom and low 16 in. height. Temple trim with Dial-ese com 
trols, Deviator spout and water-saver shower, Accesso pop-up waste and| 
overflow. 

Size: 48 x 46 x 16 in. (right or left-hand outlet). 

3- 100 Criterion Toilet is of sparkling, easy-to-clean vitreous china and] 
features a modern, close-coupled design with elongated rim. The efficieufl 
siphon jet whirlpool action provides quiet, positive flushing. Seat and 
cover are of Mol-Tex, and the cover completely encloses the top of 
the bowl. 

Size: Overall height — 31 3 /8 in., width of tank — 21 in., extension, wal 
to front — 31 in. 
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the criterion group 

The Crane Criterion group consists of three beautifully matched 
fixtures that will bring new smartness and comfort to your 
bathroom. Gracefully styled in the modern manner with 
matching Temple trim. 

1- 100 Diana Lavatory is styled in sparkling, easy-to-clean vitreous 
china. The smooth, flat top provides a large surface area surrounding the 
commodious semi-oval basin. Features Temple trim with Dial-ese con- 
trols, and lever-action Securo waste to insure instant draining. The Diana 
lavatory is equipped with graceful chromium-plated legs and clear 

don towel bars with chromium-plated bracket arras. 
Sizes: 24 x 20 in., 27 x 21 in. and 33 x 22 in. 
Basin: 18 x 11 in., 21 x 12 in. and 23 x 13 in. 

2- 83 Criterion Bathtub is constructed of smooth, easy-to-clean porce- 
lain enamel on cast iron. It has a wide, comfortable rim seat at front, and 
alow 16 in. height and flat bottom for safety and convenience.' The 
Criterion tub also has a sloped back for maximum bathing comfort. 
Features Temple trim with Dial-ese controls, Deviator spout and water- 
saver shower, Accesso pop- up waste and overflow. 

Sizes: 60 x 32Vi x 16 in. and 66 x 32'/2 x 16 in. 
(right or left-hand outlet) 

3- 101 Criterion Toilet is made of smooth, easy-to-clean vitreous china 
and features a modern, close-coupled design with elongated rim. The 
efficient siphon jet whirlpool action provides quiet, positive flushing. 
The smart, correct posture Mol-Tex seat and cover add a note of dis- 
tinctive styling. 

Size: Overall height— 31 M* in., width of tank— 21 in., extension, wall 
to front — 31 in. 




Here is new and different 
styling for the modern 
home. Note the smart Mol- 
Tex seat and cover. 



The Criterion tub is de- 
signed for reai bathing 
comfort with its if oped 
back, flat bottom and com- 
fortable rim seat. 



The smart, graceful lines of 
the lavatory, and the Dial- 
ese controls that turn with a 
finger tip's pressure add up 
to lavatory perfection. 



The curved saddle seat, 
recommended by medical 
authorities, assures com- 
fortable, correct posture. 
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Whirlpool jet action makes 
for quiet, effective flush- 
ing, A deep water seal as- 
sures maximum sanitation. 



Recessed angle trim panel 
. . . integral china spout 
and flat shelf back add to 
bathroom convenience. 



Turn on wafer for tub. For 
shower, just lift Devi a tor 
knob. There's no inadvert* 
enf dousing because when 
shower is shut off, water is 
again directed to spout. 



Crane Radiant Baseboard 
Heating is ideal for the 
modern bathroom you're 
planning. Developed by 
Crane, this new method of 
heating distributes heat 
more evenly; floor level 
temperatures are nearer 
those at ceiling. 




the drexel group 



The gracefully tailored lines of the Drexel group will impart 
functional beauty to your bathroom. The commodious fixtui 
styling, the sparkling chromium-plated Temple trim, the attei 
tion to design perfection assure discriminating home owne 
the comfort, convenience and satisfaction they desire. 

1- 110 Drexel Lavatory is made of sparkling, easy-to-clean vitrei 
china. It features an integral china spout, large semi-oval basin, rais 
shelf back and a handy soap depression. The Temple trim with Dial* 
controls is mounted on a recessed angle panel. Quick draining is assufl 
with the lever action Securo waste. The Drexel lavatory has clear Crad 
towel bars with chromium-plated bracket arms. 

Sizes: 22 x 18 in. and 27 x 21 in. 
Basin: 17 x lOVi in. and 21 x 12 in. 

2- 82 Criterion Bathtub is constructed of smooth porcelain enamel < 
cast iron that is easy to clean and easy to keep clean. It has a wide, cq 
fortable rim seat, a flat bottom and low 16 in. height for safety andco 
venience. Features Temple trim with Dial-ese controls, Deviator spout ai 
water-saver shower, Accesso pop-up waste and overflow. 

Sizes: 60 x 32VS x 16 in. and 66 x 32V* x 16 in. (right or left hand outI$ 

3- 120 Drexel Toilet is smartly styled in gleaming vitreous china. 1 
modern, close-coupled toilet is available in either regular or elongai 
rim. The efficient, whirlpool jet action of the Drexel assures quick, th< 
ough flushing. White sheet covered seat and cover. For elongated r 
specify 3-121 Drexel. 

Sizes: Overall height— 30 in., width of tank— 21% in., extension, i 
to front — regular rim, 28 in., elongated rim, 30 in. 
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the oxford group 



Modern in design, the Oxford Group is a splendid example of 
bathroom fixture styling to meet the moderate budget. The 
panel motif reflected in all three fixtures creates a pleasing, 
unified appearance, and the striking chromium-plated trim 
adds beauty and practicability. 

1- 127 Oxford Lavatory is made of bright, easily cleaned vitreous china. 
It has a large, rectangular basin, molded-in soap depression and con- 
venient shelf back. Chromium-plated trim with Dial-ese controls and 
direct lift waste are mounted on a recessed angle panel. The Oxford lava- 
ton 7 is equipped with chromium-plated legs and clear Cranelon towel 
bars with chromium-plated bracket arms. Slant end style available. 
Sizes: 19 x 17 in. and 20 x 14 in.; Slant end: 26 x 14 in. 

Basin: 14 x 11 in. and 15 x 9 in.; Basin: 17 ! 4 x 9 in. 

2- 122 Oxford Recess Bathtub is constructed of acid-resisting Duraclay, 
the exclusive Crane vitreous glazed earthenware material that has been 
time-tested in hospital service. Available in either recess or corner design, 
the Oxford has a flat bottom and low 14-in. height for safety and con- 
venience. There is also a non-splash rim which serves as safety handhold. 
Chromium-plated trim with Dial-ese controls, Deviator spout, Accesso 
pop-up waste and overflow. For corner design, specify 2-110 Oxford. 
Sizes: 54 x 27 x 14 in. and 60x27x14 in. (right or left-hand outlet). 
Corner Size: 60 x 27 x 14 in. (right or left-hand outlet). 

3- 140 Oxford Toilet is made of smooth, gleaming vitreous china. 
Features a modern close-coupled design and quiet, efficient whirlpool jet 
flushing. White sheet covered seat and cover. . 

Size: Overall height— 28 1 / 8 in., width of tank— 21% in., extension, 
wall to front — 21Vi in. 




Close-coupled construction 
of tank and bowl adds to 
the handsome appearance 
and efficient operation. 



Convenient shelf back for 
toilet articles. Recessed 
angle trim panel. Large, 
comfortable rectangular 
basin. 



There's maximum bathing 
area with the straight sides 
. . . safety with the flat bot- 
tom. N on -splash rim serves 
as safety handhold. 



The Crane Compete Radi- 
ator is another space-sav- 
ing answer to the bathroom 
heating problem. Although 
requiring minimum space, 
there is no sacrifice in heat 
output. It may be recessed 
into wall if desired. 
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The close-coupled tank and 
bowl make a neat appear- 
ance. May be installed 
away from wall, leaving 
space for cleaning. 



Distinctive design of Crane 
panel on the lavatory, bath- 
tub and toilet gives grace 
and charm to each fixture 
and harmoniously relates 
the three fixtures in a 
smartly matched group. 



As an alternate lavatory 
you may prefer the 1-355 
Oxlee. Compactly styled in 
vitreous china, it provides a 
generous size basin, mold- 
ed -in soap depression and 
chromium-plated trim with 
chain and stopper, Dial-ese 
controls mounted on angle 
panel. 




the neu-day group 



The fixtures of the Neuday group present a modern simplicity 
a clean-cut styling that make them favorites for small am 
medium-sized homes. The sparkling finish of the fixtures, the 
striking chromium-plated trim and the built-in Crane qualitj 
assure service and complete satisfaction. 

1 -460 Neuday Lavatory is constructed of attractive porcelain enarad 
on cast iron and possesses a smooth, easy-to-clean surface. You will 131 
the convenient shelf back for toilet articles, the molded-in soap deprd 
sion and the generous sized rectangular basin. Chromium-plated trim 
with Dial-ese controls and direct lift waste are mounted on a beveld 
angle panel. The Neuday is also equipped with clear Cranelon towel baa 
with chromium-plated bracket arms. May also be supplied with chronj 
ium-plated legs as 1-455 Neuday. 
Sizes: 19 x 17 in. and 24 x 18 in. 
Basin: 15V2 x \0Vi in. and 16 x 11 in. 

2- 92 Neuday Recess Bathtub is of smooth, easy-to-clean porcelJ 
enamel on cast iron. It has a flat bottom for safety, and the low 14 1 
height makes stepping in and out easy. Equipped with glistening chroa 
ium-plated trim with Dial-ese controls, Deviator spout and water-saw 
shower, pop-up waste and overflow. 

Sizes : 54 x 3OV2 x 14 in. and 60 x 3OV2 x 14 in. (right or left-hand outlej 

3- 1 60 Neuday Toilet is attractive in appearance and efficient in opd 
tion. Made of sparkling, vitreous china that is easy to clean and easyj 
keep clean. The quiet, self-draining jet gives quick, positive flushinj 
Equipped with white sprayed seat and cover. 

Size: Overall height — 28 ! /8 in., width of tank — 2VA in., extension, d 
to front— 27 l A in. 



the neu-era group 




Ample basin area. 



Raised tiling ledge on tub. 



Patented Deviator spout. 




+ !! 



the lahoma bath 



Where compactness is a "must," the Lahoma bathtub is the 
space-saving answer. With the Lahoma bath, a complete bath- 
room can be built in your home and yet occupy a space of 
only 5 ft. 8 in. x 6 ft. 8 in. The overall dimensions of the Lahoma 
are only 42 x 31 inches, making it particularly suitable for 
small homes . . . and for second or downstairs bathrooms. 

2-131 Lahoma Receptor Bathtub is made of gleaming, easy-to-clean 
Duraday, and contains outstanding features you will like. The built-in 
scat, flat bottom for safety, low 12-inch height and non-splash rim that 
also serves as a safety handhold are only a few. Chromium-plated trim 
with Dial ese controls, Deviator spout, water-saver shower and connected 
waste and overflow with chain and stopper are standard equipment. 
Size: 31 in. wide x 12 in. high x 42 in. long. 






Where space and budget are limited, the 
Neu-Era group with its attractively matched 
fixtures is a wise choice— for here are fix- 
tures that possess both style and quality. 
The Neu-Era group also features modern, 
efficient Dial-ese controls on lavatory and 
bathtub, and the panel design of each unit 
adds a striking note of harmony. 

1 -486 Neu-Era Lavatory is of smooth porcelain 
enamel on cast iron. The deep oval basin provides 
ample wet area, and there is a handy soap depres- 
sion. The chromium-plated trim with mixing 
spout and direct lift waste is mounted on a smart 
angle panel. 

Size: 18 x 15 in. Basin: lAVi x 9 in. 

2- 92 Neuday Recess Bathtub is sturdily construc- 
ted of porcelain enamel on cast iron. The flat bot- 
tom and low 14 in. height mean both safety and 
convenience. Equipped with chromium-plated 
Dial-ese controls, Deviator spout and water- saver 
shower, connected waste and overflow. 

Sizes: 54 x 30 1 / 2 x 14 in. and 60 x 3014 x 14 in. 
(right or left-hand outlet). 

3- 180 Neu-Era Toilet is constructed of sparkling 
vitreous china and comes equipped with white 
sptayed seat and cover. Efficient self-draining jet 
assures quick, positive flushing. 

Size: Overall height — in.; width of tank — 
17M in.; extension, wall to front — 27V4 in. 



Handy and safe for 
tvb-bathing children and 
infants. 



Spacious corner seat 
for foot, sponge or 
shower bathing. 



An ideal receptor for 
comfortable shower 
bathing. 
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The hard porcelain enamel Sturdily constructed of Concealed wallguard pro- 
surface cleans easily, heavy-gauge steet. tects against water seepage. 



the alkmmw bath 



The AllianceWare bathtub is ideal for the home 
where budgets must be carefully watched. Al- 
though moderately priced, this quality constructed 
bathtub will provide years of service. The 5 ft 
length assures generous bathing area, and the 
end is sloped for complete bathing comfort. 

2-170 AllianceWare Bathtub is of porcelain enamel 
on steel construction with a hard, acid-resisting surface. 
Handsomely styled with distinctive paneling, the Alli- 
anceWare bathtub will go well with any of the companion 
Crane fixtures illustrated in this book. Designed in the 
new low 14-in. height to provide easy access. A con- 
cealed wallguard is also featured to prevent water seepage 
around the rim of the tub. Equipped with chromium- 
plated trim with Dial-ese controls and connected waste; 
and overflow with chain and stopper. 
Size: 60 x 3OV2 x 14 in. (right or left-hand outlet) 



the maroia 



the ela/ne 



"s. 




"ism 



the westland 




tt-j- 
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counter-top lavatories 



Here is a new approach to bathroom styling— the 
Crane Counter-top Lavatory. Each of these three 
lavatories is designed to fit into a counter-top 
which may be of tile, linoleum, glass, formica, 
wood or other materials. Besides permit- 
ting interesting bathroom styling, the counter- 
top lavatory is extremely practical. Two lava- 
tories may be built into the counter-top to pro- 
vide greater utility, and a dressing table may 
easily be added. And the extra storage space 
which can be provided below the counter-top 
will prove a boon indeed. 

1 -275 Marcia Counter- top Lavatory ... a smartly styled 
lavatory made of gleaming vitreous china. The semi- 
oval basin with the width at front provides ample room 
for washing hands, arms and face. Designed with ml 
angle panel which places the supply fixture in a conven- 
ient position. Temple trim with Dial-ese controls and 
Securo waste. Size 24 x 20 in. Basin 17 x 101/2 in. 

1 -270 Elayne counter-top lavatory of gleaming, easy-to- 
clean vitreous china. Has extra large semi-oval basin. 
Temple trim with Dial-ese controls and Secure waste. Size 
27 x 20 in. Basin 21x11 in. 

1-283 Westland counter-top, rectangular basin lavatory 
of gleaming, easy-to-clean vitreous china. Temple trim 
with Dial-ese controls, lever-action Securo waste. Size 
20 in. x 19 in. Basin 16 x 11 in. Also available with Neu- 
Rainier supply and indirect-lift waste as 1-286 Westland, 
or with Embassy supply and indirect lift waste as 1-287-A 
Westland. 



stovers and shower cabinets 

2-450 Addenda — ideal for use with existing bathtubs — no need 
to break into walls. Devtator spout, Refreshor ball-joint shower head. 

2-410 Rival — concealed pipe shower with mixing valve for tem- 
pered water. Has Refreshor ball-joint shower head. 

2-370 Tempi e — two-valve shower, ideal for new homes or re- 
modeling. Has Dial-ese Controls, Economy ball-joint shower head. 

2-709 Sk ipper — one of the several shower cabinets available in the 
Crane line. Bonderized galvanized steel construction with white 
baked enamel finish walls. Slip-proof precast Stonetex receptor, brass 
drain. Crestmont trim with Dial-ese controls. 





9-220 ECONOMY 9-225 TEMPLE 9-230 REFRESHOR 9-231 REFRESHOR 
ECONOMY 



9-220 Economy — ball- joint shower head. Saves water by directing 
all of the spray at the bather. V% or Vz-inch female inlet. 

9-225 Temple Economy — ball-joint shower head, another Crane 
water saver. Available in l^-inch female inlet. Designed to match 
the Temple trim on Crane lavatories and bathtubs. 

9-230 Refreshor — Easy-clean rigid shower head, economically 
priced. Has Vi-'inch female inlet. 

9-23 1 Refreshor — Easy-clean ball joint shower head with Vi-inch 
female inlet. 



bathroom accessories 



Below are listed a few of the many bathroom accessories 
available in the complete Crane line. 

Koroseal Shower Curtains . . . completely waterproofed . . . 
available in a wide variety of new, attractive patterns or in smart, 
plain colors with lovely, matching window drapes. 

829 Tumbler and toothbrush holder for bathroom dress-up. Fin- 
ished in shining chrome ... holds 4 toothbrushes. 

828 Soap dish to match tumbler holder . . . chromium-plated 
. . . will hold large bar of soap . . . easily installed on invisible 
hanger. 

SF-264 Medicine Cabinet of heavy gauge steel . . . neat rounded 
corners ... 3 bulb-edged handy glass shelves ...16x22 in. bevel- 
ed plate glass mirror . . . convenient razor blade slot . . . baked 
enamel finish. Wall opening: 13% in. x 18% in. x 3% in. 

C-4962 Shower curtain rod . . . chromium-plated end flanges and 
tod . . . AVi ft. and 5 ft, lengths. 

8830 Recessed soap dish ... for tub alcove . . . includes assist 
bar . . . clear plastic tray for soap. 

8812 Towel bar with chromium ends and smart octagon bar . . . 
invisible hangers ... 12 in. to 18 in. lengths. 

8305 Recessed paper holder . . . chromium-plated ... has strong 
spring in round hanger bar to assure snug fit. 




2-370 TEMPLE 



2-450 ADDENDA 





2-709 SKIPPER 





SF-264 




8305 



C4962 




829 



8830 
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Generous 8-inch deep 
basins provide ample room 
— one for washing dishes 
—the other for rinsing. 




The retractable hose spray 
easily reaches the farthest 
corner of the sink. An aid to 
faster food preparation 
and dishwashing. 



One-piece, porcelain en- 
amel on cast iron construc- 
tion with rounded corners 
eliminates dirt-catching 
cracks and crevices. 





the kitchen queen 



Here is everything you could ask for in a kitchen sink -two 
drainboards— two basins— with styling that satisfies the m 
quirements of the most modern kitchen. From the shining 
chromium-plated Temple trim to the gleaming, acid-resistioj 
porcelain enamel finish, the Kitchen Queen is truly the aristo- 
crat of modern kitchen sinks. And there is cabinet space galore 
With this regal beauty installed in your kitchen, you can bej 
sure that you have the finest and most modern double-basin, 
double-drainboard sink available. 

5-70 Kitchen Queen Sink is of one-piece porcelain enamel on castii 
construction. It features two large 8-inch deep basins and two depres 
drainboards that prevent water from surging over the rim. In add 
the Kitchen Queen has a 4-inch high back, making it ideal for insta 
beneath a low window. A handy soap depression is also pr< 
Chromium-plated Temple double sink faucet with Dial-ese 
swinging spout and automatic thumb-action spray with retractab 
mounted on convex fixture panel. Equipped with Recepto wastes 
removable cup strainers. Outlet provided to accommodate a i 
Electric Disposall. 

Cabinets are of baked enamel on steel construction with double! 
doors and drawers. The recessed toe board protects the cabinei 
being scuffed and allows greater comfort for the user. 
Size: 72 x 54VS in. 
Basins: 18 x 16 x 8 in. deep. 
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the sunnyda/ 



This is truly a modern sink designed especially for the home 
where a double drainboard, single basin sink is preferred. 
Beautifully styled in gleaming, easy-to-clean porcelain enamel 
on cast iron, and possessing many convenience features, the 
bnmyday will help to make yours a real efficiency kitchen. 
Available in two sizes to allow plenty of opportunity for step- 
saving flexible kitchen arrangement. Shining chromium-plated 
trim, of course, with efficient Dial-ese controls. 

5-80 Sunnyday Sink is of one-piece porcelain enamel on cast iron con- 
struction with no crevices or water seepage points. Features a large 8- 
inch deep basin and two depressed drainboards that prevent water from 
I over the rim. The 4- inch high back also helps to protect walls 
and fits perfectly under low windows. The striking chromium-plated 
Temple trim with Dial-ese controls, swinging spout and automatic thumb- 
action spray with retractable hose that reaches all corners of the sink are 
mounted on a convex panel. The Sunnyday is also equipped with Recepto 
hand-operated waste with removable cup strainer. Outlet provided to 
accommodate General Electric D/sposa/l. 

Smartly styled cabinets are of baked enamel on steel construction with 
double faced doors and drawers. The recessed toe board protects the 
cabinet from being scuffed and allows greater comfort for the user. 
Size: 60 x 2514 x 36 in. high and 54 x 25!4 x 36 in. high. 
Basin: 22 x 18 x 8 in. deep and 20 x 18 x 8 in. deep. 






Depressed drainboards 
prevent water from surging 
over rim. There's a conveni- 
ent ledge for glasses, too. 



Temple control panel en- 
hances appearance of the 
Sunnyday with its chro- 
mium-plated swinging 
spout, hose spray and Dial- 
ese controls. 



A 4-inch high shelf back 
protects your wall and per- 
mits installation under low 
windows. 
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Dial-ese controls that turn 
as easily as the dial on your 
radio are an advantage 
found only on Crane sinks. 



The smart 4 -inch high back 
of the Kitchen Pride is not 
only attractive, but practi- 
cal as well . . . protects 
your wall. 



Two large B-inch deep 
basins assure plenty of 
room for washing and rins- 
ing dishes. The one-piece 
porcelain enamel finish is 
easy to keep clean. 






the kitchen pride 



Maximum utility and space-saving design characterize the 
smart double basin Kitchen Pride sink. Absence of drain boards 
makes this attractive sink ideal for the compact kitchen where 
a double basin sink is desired. In larger kitchens, too, thd 
Kitchen Pride sink often proves a practical solution to individ-J 
ual planning problems. Neat and modern in every respect, the] 
Kitchen Pride features shining chromium-plated Temple trial 
with efficient Dial-ese controls mounted on raised convexj 
angle panel that is decorative as well as practical. For compact; 
efficiency and smart styling, you'll want the Kitchen Pride in 
your kitchen. 

5-75 Kitchen Pride Sink is one-piece construction of acid-resisting pod 
celain enamel on cast iron. Features two large 8-inch deep basins, soap i 
depression and 4-inch high back to protect walls and permit installation) 
under low windows. Equipped with sparkling chromium-plated Temm 
trim with Dial-ese controls, automatic thumb-action spray with retract-! 
able hose that reaches all corners of the sink, all mounted on a smaflj 
convex angle panel. Recepto wastes with removable cup strainers. Eithd 
outlet accommodates a General Electric Disposal!, 

The cabinet is of baked enamel on steel construcrion with double faceij 
doors and drawers. The recessed toe board extending along the entiia 
base protects the cabinet from being scuffed and allows greater conw 
fort for the user. 

Size: 38 in. x 25 l A x 36 in. high. 
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all-american 



For the home owner who wants a counter-top kitchen arrange- 
ment with a flat rim sink, there is no substitute for the carefully 
Crane All- American. At home in either compact or 
roomy kitchens, this modern and attractive sink offers maxi- 
mum flexibility to kitchen planners. Design advantages, unusual 
in counter-top sinks, include chromium-plated Temple trim 
with Dial-ese controls mounted on a smart convex angle panel, 
and a handy ledge and wall-protecting back. Install it in 
your choice of cabinet. 

5-120 Ail-American Counter-top Sink is one-piece construction of por- 
enamel on cast iron. It has a smooth, acid-resisting surface that is 
v cleaned with a damp cloth, and there are no cracks or dirt-catching 
v Features two large 8-inch deep basins and a 4-inch high shelf 
t to save your walls and allow installation under low windows. 
Ilium-plated Temple trim with Dial-ese controls, swinging spout 
d automatic thumb-action spray with retractable hose that reaches all 
; of sink are mounted on a smart convex angle panel. Recepto 
and removable cup strainers. Outlets accommodate General 
c Disposal!. 

c flat rim along front and sides permits easy installation in counter- 
i, and the tight seal prevents water seepage. The Crane A!!- American 
y be installed in tile, linoleum or composition counter tops. 
38x21 in. 
17 x 14 '/a x 8 in. deep. 




Recepto wastes have large 
cup strainer — easily re- 
moved and emptied. 




Chromium-plated Temple 
trim with its smartly styled 
curved cover plate is 
mounted on a convex angle 
panel. 




Full 4-inch high back and 
large 8 -inch deep basins 
bring Crane top quality to 
counter-top sink installa- 
tions. 
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the 

sunn/crest and 

stewardess 
sinks 



Here are two attractive, efficiency sinks de- 
signed for the budget- wise home— the 
Sunnycrest with a single basin and two 
drain boards, and the Stewardess with a 
single basin and a single drainboard. Both 
are constructed of high quality porcelain 
enamel on cast iron and are sparkling in 
appearance— easy to keep clean. The func- 
tional styling of both sinks includes depres- 
sed drainboards, 4-inch high shelf back and 
shining chromium-plated trim with Dial- 
ese controls and swinging spout. The mod- 
ern cabinets are of baked enamel on steel 
construction with double faced doors and 
drawers, and there is a recessed toe board 
to protect the cabinet from being scuffed. 

5-91 Sunnycrest Sink is one-piece construction of 
acid-resisting porcelain enamel on cast iron. Fea- 
tures a single 8-inch deep basin and two depressed 
drainboards that keep water from surging over the 
rim, soap depression and 4-inch high shelf back to 
protect your walls. Equipped with smartly styled 
Embassy trim in chrome with Dial-ese controls and 
swinging spout. Recepto waste with removable cup 
strainer. Outlet accommodates General Electric 
Disposal!. 

Sizes: 60 x 22Vi in. and 54 x 22Vi in. 
Basins: 22Vi x 15 in. and 20 x 15 in. 

5-98 Stewardess Sink is one-piece construction 
of acid-resisting porcelain enamel on cast iron. De- 
signed in the popular single basin, single drain- 
board style, the Stewardess also features a depressed 
drainboard, 8-inch deep basin, 4-inch high shelf 
back and the smartly styled Embassy faucet 
with Dial-ese controls and swinging spout. Recepto 
waste with removable cup strainer. Outlet accom- 
modates General Electric Disposal!. Available in 
right or left-hand drainboard. 
Size: 42 x 22Vi in. Basin: 20 x 15 in. 




Depressed drainboards and 
4 -inch high shelf hack. 



Smart chromium-plated 
trim with Dial-ese controls. 



One- 
amel 
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Hie 

homemaker 



Die Eomemaker is a delightfully modern single 
basin, single drainboard sink possessing many 
Donvenience features. Crane quality throughout, 
it is of one-piece construction with a smooth, 
icid-resisting porcelain enamel finish that will 
idd much to the attractiveness of your kitchen, 
[deal for the small or medium-sized kitchen, the 
Homemaker features sparkling Temple trim with 
dial-ese controls. 

5-86 Homemaker Sink is of porcelain enamel on cast 
ton construction. The one-piece design eliminates dirt- 
Itching crevices and the possibility of water seepage. 
Features a single drainboard and a single 8-inch deep 
lisin, soap depression and 4-inch high shelf back. The 
nodern chromium-plated Temple trim with Dial-ese con- 
tols, swinging spout and thumb-action spray with re- 
lactable hose are mounted on a convex angle panel. 
ttctpto waste with removable cup strainer. Outlet ac- 
commodates General Electric Disposal!. 

Cabinet is baked enamel on steel construction with 
louble faced doots and drawers. Recessed toe board 
xotects both shoes and cabinet. 
5ize: 42 x 2VA in. (right or left-hand drainboard) 
Basin: 20 x 18 in. 



flat rim sinks 



5-160 Double Basin Flat Rim Sink of smooth, acid-resist- 
rcelain enamel on cast iron. Features two large 8- 
inch deep basins with Recepto wastes and removable 
Strainers. Ideal for installation in linoleum or composi- 
ion countet-top. Available in two sizes. 
B 32 x 20 in. and 42 x 20 in. 

5-110 Tusun Double Basin Flat Rim Sink is made of 
^Hkv, the exclusive Crane vitreous glazed earth en - 
Hk material that has been time-tested in hospital serv- 
ice. Features two 8-inch basins, chromium-plated trim 
with Dial-ese controls and swinging spout mounted on 
Extended back ledge, and Recepto wastes with removable 
■p strainers. Available in two sizes. 
Kes: 32 x 21 in. and 38 x 21 in. 

5-130 Double Basin Flat Rim Sink is constructed of dur- 
able porcelain enamel on cast iron that is acid-resisting 
tnd easily cleaned. Features two 8-inch deep basins, 
phining chromium-plated trim with Dial-ese controls and 
ing spout mounted on extended back ledge, and 
ites with removable cup strainers. 
x21 in. 

i Single Basin Flat Rim Sink is constructed of dur- 
; porcelain enamel on cast iron. Like all other Crane 
r-top sinks, this unit brings top quality to 
r-top installations. Features a single 8-inch deep 
chromium-plated ttim with Dial-ese controls 
1 on extended back ledge. Has Recepto waste with 
ble cup strainer. Available in two sizes. 
24 x 21 in. and 30 x 21 in. 





The Homemaker, with all the outstand- 
ing features of larger Crane sinks, is 
particularly suitable for homes in which 
the emphasis is on compactness. 




5-160 



5-135 





5-110 




5-130 
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General Electric 



SINK... DISHWASHER. ..DISPOSALL 

Electric Sink — The General Electric Sink offers the ultimate in 
modern kitchen convenience, with built-in Electric Dishwasher, 
and a General Electric Disposall if desired. Compact and beau- 
tiful, it features a porcelain enameled top with chromium - 
plated faucet assembly. The cabinet is of heavy gauge steel con- 
struction, rigidly braced. 

Size: 48 x 25 x 36 in. with 3 l /2 in. back. 

Electric Dishwasher — A fully automatic dishwasher which per- 
forms all of the functions of washing dishes, including pre- 
rinsing, washing, then double rinsing and raising the lid for 
the dishes to quickly air-dry. Unit built in heavy gauge, rust 
resisting steel cabinet, finished in baked-on white enamel. 
Unit also available without cabinet for counter-top installation. 
Size: 24 x 25 x 36 in. high with VA in. back. 

Electric Disposall — A modern electrical appliance for the im- 
mediate disposal of food waste. Quickly and efficiently shreds 
food waste into fine particles and flushes them away in a stream 
of cold water, with a whirling, scouring action. All Crane sinks 
are designed to accommodate the General Electric Disposall. 



Laundry Tubs 

6-80 Combination Flat Rim Sink and Laundry Tub is of 

porcelain enamel on cast iron construction. Has a 14-inch 
deep laundry tub and an 8-inch deep sink basin. Sink com- 
partment has Recepto waste with rubber stopper. May be 
equipped with chromium-plated trim with Dial-ese controls. 
Size: 42 x 20 in. Sink: 18VS x HVi in. Tub: ISVi x XlVi in. 

6-110 Two- Compartment Laundrette is made of sparkling 
white, acid-resisting Duraclay, the exclusive Crane vitreous 
glazed earthenware material that has been time-tested in 
hospital service. Features two 12 -inch deep compartments 
with an integral washboard in left-hand compartment, soap 
depression and black finished steel supporting frame with 
leveling screws. Equipped with shining chromium-plated trim 
with Dial-ese controls, swinging spout with hose end mounted 
on shelf back, and twin wastes with rubber stopper. 
Sizes: 36 x 25 in. and 42 x 25 in. 

6-115 Single Compartment Laundrette is also made of acid- 
resisting Duraclay. Features the same high quality Crane con- 
struction as the double compartment Laundrette, including 
12-inch deep compartment with built-in washboard, black 
steel supporting frame with leveling screws, chromium- 
plated trim with Dial-ese controls, swinging spout with hose 
end mounted on shelf back, and waste with rubber stopper. 
May be installed as a single unit or in banks of two or more. 
Size: 22 x 25 in. 
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Refinite Model 05 
Softener 



Water heaters and softeners 

The Crane-Line Selectric is a fully automatic water heater that 
will economically provide healthful hot water on a 24-hour- 
a-day schedule. Quality constructed throughout, the Selectric 
is also neatly styled to fit the scheme of the most modern 
home. Selectric thermostat automatically holds temperature 
desired, 100° to 190°. Made in 30, 40, 52, 66, 80 and 100 
gallon capacities. 

The Crane-Line Superior is an automatic gas water heater 
with the exclusive, patented Mini-Miser air intake which 
reduces heat loss. Thick, Fiberglas insulation completely 
encases sides, top and combustion chamber. The "custom 
tailored" steel tank is heavily galvanized for lasting service. 
The cold rolled steel outer jacket is finished in snowy white 
baked enamel for lasting beauty. Made in 20, 30 and 45 
gallon capacities. 

The Refinite Model DS Water Softener embodies the down- 
flow principle, water being filtered and softened as it passes 
down through the zeolite bed. When in operation, there are 
no moving parts. A single lever Multi-Port Valve controls all 
mechanical operations. Tanks are heavy grade steel, electrically 
welded. Salt tank capacities from 100 to 500 pounds. 

Your Crane dealer carries a complete line of water heaters and 
softeners for every home requirement. 




Gas Boilers 

Crane-Line Basmor "2 WG" Boilers — With these new Crane- 
Line Basmor Boilers, the comforts and conveniences of a 
100% automatic, gas fired heating system are now as practical 
for low-cost homes as for costly homes and big buildings. 
The "2 WG" is clean, odorless, quiet, efficient. Made in two 
models, Standard and DeLuxe, both come completely assem- 
bled, ready to connect to water, gas and electric lines. Amaz- 
ingly compact, the "2 WG" Boilers measure approximately 
36 inches high. For hot water systems only. The Deluxe Crane- 
Line Basmor Boiler is the same design as standard model 
illustrated but comes completely enclosed in a deluxe jacket 
for installation in finished basements, utility or living rooms.* 

Crane-Line Basmor "25" Gas-Fired Boilers — The utmost in 
heating luxury for average-sized to large homes is assured 
when a gas-fired Crane-Line Basmor Series "25" Boiler is 
installed. Any steam or hot water system built around this 
boiler is extremely clean, fast, efficient and flexible. Boiler is 
100% automatic — rarely needs attention. Maintenance is 
negligible, installation is simple. The Series "25" Boiler is 
very saving of floor space and headroom, and is particularly 
suitable for any modern basement or utility room plan. The 
heavy metal jacket is attractively finished in baked-on green 
enamel, and is fully insulated with asbestos which surrounds 
the boiler. * 

* Bears American Gas Association seal of approval. 
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Crane sixteen boiler 



The CRANE SIXTEEN Boiler is designed for home 
owners who want the finest in oil heating — for it assures 
clean, uniform, automatic heat, a neater, more attractive 
basement, and years of trouble-free, fuel-saving per- 
formance. The CRANE SIXTEEN is a packaged, fully 
enclosed unit, complete with the efficient Crane-Line 
Conservoil Burner. The patented Crane sustained heat 
principle absorbs maximum heat units from fuel before 
heated gases are permitted to escape, thus providing 
maximum fuel economy. 

The CRANE SIXTEEN also has thick air cell asbestos 
insulation on front, top, side and rear, which is firmly 
attached to the jacket. This insulation prevents heat 
from escaping — the jacket is never too warm to touch. 

Whether you plan to remodel your present heating 
system or are building a new home, the CRANE SIX- 
TEEN will provide the last word in heating comfort 
and convenience. 




• Sustained Heat Design—Gases rise to top of boiler, 
where they give up most of their heat, then are conveyed 
to bottom of boiler through flues between adjacent 
sections, then upward through the insulated smoke 
hood, where extra percentages of heat are absorbed. 
When burner is off, the light, hot gases are trapped in 
the top of the boiler — must transmit their heat before 
escape. 

• Heavy Cast Iron Construction with precision -fitted 
sections. 

• Controlled Water Travel — Patented baffles direct the 
flow of water over the hottest heating surfaces, counter- 
current to the gases of combustion — the ideal condition. 

• Pre-Cast Combustion Chamber of factory-molded re- 
fractory and scientifically shaped to gain full efficiency 
from flame. 

• Large Observation Port of tempered glass provided. 

• Internal Water Heater of trombone coil type may be 
installed. 

• Packaged, Fully Enclosed Unit complete with the effi- 
cient Crane-Line Conservoil Burner. 
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Crane twenty boiler 



Whatever you expect in a modern boiler you get in the 
CRANE TWENTY— efficient burning of coal, coke, oil 
or gas — trouble-free service, ease in cleaning and up-to- 
the-minute styling. The attractive design of the CRANE 
TWENTY makes it ideal for the modern basement or 
utility room. The jacket is of steel with a heavy coat of 
light green enamel baked on. Doors have black-satin 
finish. The non-heat handles remain cool to the touch. 

Maximum heat absorption is assured in the CRANE 
TWENTY Boiler by its multiple flue construction which 
provides more ceiling surface directly over the flame. 
Then, too, the patented controlled water travel which 
directs the water over the hottest heating surfaces, 
scrubs away the insulating film of sluggish water that 
would otherwise reduce efficiency. 

The CRANE TWENTY Boiler is suitable for hand, 
stoker, gas or oil-firing. The twelve-inch base gives a 
larger ashpit and permits easy conversion from hand to 
automatic firing after installation, if desired. In every way, 
the Crane TWENTY Boiler is an improved boiler for 
steam or hot water heating systems. 





Crane fourteen boiler 



If you want economical, efficient heat — a boiler whose 
cost is well within the budget of small or inexpensive 
homes— consider the CRANE FOURTEEN Boiler. 
Compact in size, the FOURTEEN is neatly styled and 
will fit in well with the modernized basement or utility 
room. 

The CRANE FOURTEEN Boiler can be placed on a 
wood floor without any special insulation because its 
water jacket completely surrounds the combustion 
chamber and ashpit. Because of the low return connec- 
tion, installation of a gravity hot water system with the 
FOURTEEN on the first floor is practical — basement 
installation is not required. The wet base construction 
also makes maximum use of heat developed. 

Fully insulated, this boiler is designed to burn solid 
fuels or oil economically. It may be installed for hand- 
firing and later changed over to stoker or oil-firing. It 
may also be equipped with an internal tank or tankless 
type water heater. 
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Crane thirty boiler 



The CRANE THIRTY Boiler possesses the capacity and 
dependability needed for heating systems in larger homes, 
duplexes, and small to medium-sized apartment buildings. 
It burns coal or oil and may be fired manually or auto- 
matically. 

The high efficiency of CRANE THIRTY Boilers is the 
result of many patented design and construction features 
that include: corrugated, multiple pass flue design that 
presents greater area to the fire and hot gases; patented 
baffles for controlled water travel; multiple waterways; pre- 
cision ground sections assuring close, true fit; and large 
fuel capacity. 

The gear shifr mechanism is designed to prevent acci- 
dental dumping of the fire — and the one handle is used 
for both dumping and shaking. A side base panel knock- 
out plate allows simplified stoker installation. The jacket 
has a handsome, green baked-on enamel finish with thick, 
moisture-proof insulation attached to sides and top of jacket 
panels. May be equipped with trombone type water heater. 

With the CRANE THIRTY Boiler installed in your home, 
duplex or apartment building, you can be sure of efficient, 
economical heating when the temperature goes way down. 
Your Crane Dealer will gladly provide further information. 



Radiators and convectors 

Crane Compac Radiators are slender in line and extremely 
efficient. Compactly styled, they require minimum floor 
space with no sacrifice in heat output. May be recessed 
in walls, if desired. 

Crane Convectors provide a quiet, continuous, self-circulat- 
ing flow of gentle warmth through a room. Completely 
modern in appearance, they are available in free-standing 
or recessed models. 

Radiant baseboard panel heating 

Radiant Baseboard Panels, developed by Crane, simply re- 
place the wood baseboards along the outside walls of your 
rooms. The hot water or steam of your heating system passes 
through these panels as it does through your present radi- 
ators. Eliminates noticeable up-currents of warm air and 
across -the-floor currents of cooler air. Floor level tempera- 
tures are nearer those at ceiling. The panels look like a 
regular baseboard and may be finished in any color desired. 
For new construction or remodeling. 
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Furnaces 



The family that prefers a warm air system will find that 
the Crane line offers just the type and capacity of furnace 
needed. Crane-Line furnaces are available with cast 
iron or steel radiators. All are of the latest design with 
proved engineering and construction features to assure 
abundant, economical heating. They may be manually 
or stoker fired for those who prefer coal. They can also 
be converted to automatic oil or gas firing at the time 
of installation or at some later date. These Crane-Line 
furnaces may be equipped with blowers for the forced 
circulation of air. Smartly jacketed models also available. 



Stokers and oil burners 

Crane- Line Stokers are ideal for residential installation 
and are engineered to permit the use of cheaper grades 
of coal. By assuring proper coal combustion, they 
deliver more heat units from fuel consumed. Available 
in 21, 35 and 50-pound per hour capacities. 

Crane-Line and Crane-Line "Conservoil" Burners per- 
mit economical conversion to carefree, automatic heat- 
ing. Outstanding for their simple precision construc- 
tion, these efficient oil burners are also engineered to 
provide exceptionally thorough absorption of heat. In 
capacities from 1 to 25 gallons per hour. 



Controls 

The success of automatic heating systems is dependent 
upon accurate, long-lived controls designed for the 
particular service. Crane offers you controls manufac- 
tured by such leaders as Minneapolis-Honeywell and 
Penn Electric. These heating controls will operate 
instantly, efficiently with a minimum of attention. Have 
your Crane Dealer explain the various control systems 
available for each type of heating system and the extra 
advantages of each. You will be surprised how auto- 
matic manual or stoker- fired coal -burning boilers and 
furnaces can be — how carefree oil and gas heating can 
be — how dependable domestic hot water attachments 
can be. 



Valves and fittings 

Important to the successful operation of every heating 
system are the valves and fittings. Crane provides every 
item that composes a steam or hot water system . . . 
pipe, valves and fittings that may be relied upon for 
long years of satisfactory, trouble-free service and 
operation. Homeowners find it an excellent practice to 
depend on Crane, for the Crane line of valves and fittings 
represent the maximum quality for any home heating 
requirement. 



the importance of piping"... 





THE fixtures you see in your bathroom or kitchen, the 
radiators in your rooms — the boiler in your basement] 
are only half the plumbing and heating system in yourj 
home. 

Behind the walls, beneath the floor are the vital supply 
lines — the piping that brings you fresh, clear water; the] 
piping that carries away disease-breeding wastes; and 
the piping that keeps your radiators warm, your home 
comfortable. 

Because so much depends on these vital supply lined 
it is important that the material and installation be of 
the highest quality. To make sure the quality of yourj 
piping is as high as the Crane equipment you install, be] 
sure all valves, fittings and pipe are Crane. 

See your Crane Dealer 

Before you complete your plans, check with your Cranej 
Dealer. He will be glad to help you in the selection of] 
the proper plumbing and heating equipment for youil 
home. His knowledge and skill plus the high quality of 
the Crane equipment he installs are your assurance rhap 
the entire plumbing and heating system in your home 
provide satisfactory, trouble-free service for many yeaiJ 
to come. 
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